“Existing Ballona Levee 


NOTE: 

wEILL OVER EXISTING 
2'6" FORCE MAIN SEWER 
LIMITED TO +12 UNTIL 
SEWER IS ABANDONED. 


Symetrical about g 


g 


‘Stockpile approx. 15 C.%. 
per lin. foot parallel 
W/Sewer Line both sides 


Finished Elevetion 


‘Area to be backfilled 
by others 


Existing Ground Line 
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Existing 36" A 
Force Main Sewer 


Venice Outfall Sewer 


SECTION Y-Y 


(SEE SHEET 6) 
NOT TO SCALE 


| SECTION X—X 


(SEE SHEET 6) 
NOT TO SCALE 


Area A 


DATUM IS MEAN LOWER LOW WATER 


NOTE: 
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